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USCIB; 13.5/79 



10 August 1954 



MEMORANDUM FOR THE MEMBERS OF U5GIB ; 

Subject: Compromise of CGiINT Information. 

Reference: USCIB 13.5/55 dated 20 April 1954. 



The enclosed memorandion from the Director^ GCHQ, to the 
Director, NSA, on the above subject, is forwarded for information. 




Enclosure 

DGC/4567 dtd 13 July 1954 w/l Enel. 



USCIB; 13.5/79 



eclassified and approved for release by NSA on 02-18-2014 pursuant to E.Q. 1352 
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COMMUNICAl lONS HEADQUARTERS, 
1 OAKLEY. CHELTENHAM, GLOS. 



Tol.: CHELTCNI lAM 55321 



DGC/4567 

13th July, 1954. 




Director, 

National Security As*’^°y» 



Reference DGO/4217 of 26th Ifarch, 
I attach *a list of three compromises 
of SiijiJit information vhich occurred 
on U,K, communications during the 
first quarter of this year. 




PL 86-36/50 use 3605 



f C*- •» • 








1 



7. 2. 5if. 
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I 2. 17. 3. 54 
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I 3. 30. 3. 54. 



GCB] 



Gol(S) 
GC*I3 MEL? 



GGFT3 

(Palmer St.) 



ftrirTl ■■■ ■‘ortlcn of 00KPIDBK ! EIAL 



Heading end portion of (XfflPiiJIliiWTIAL 

raw material message 

sent in clear.' P/l 

tape fomarded for 

transnission in lieu 

of czTpt. 



Portion of pA message TCT OBOngD PBOGH 
sent manually in olear * 

on Hollick circuit 
between London and Cheltenham. 

Operator failed to 
remember that circuit 
was not in qypher 
althouj^ warning lights 
Indicated this. 



EO 3.3(h)(2) 

PL 86-36/50 use 3605 



>pendix to lXaC/4567. 



Subject Mhtter BsEiaifcs IxHdon (other than 

of OoEpxamise disciplinary) taken 

to prevent recurrence 




Codeword not 
involved. 



A rather stupid error 
by an operator which 
should not rocur. 



'jperators again reminded 
of tape handling 
procedures laid down 
in Sigint Cemauni catiorar 
Ifiinual. 



Operator reminded of 
circuit procedure. 

(Note. BcUick has since 
been rmnoved from this 
circuit and 5 UCO 
substituted) . 
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